Approved For Release 2002/07/15 : CIA-RDP80-00810A002200070028-0 





CENTRAL INTELLIGENCE AGENCY 

INFORMATION REPORT 


Thl* Document contains information affecting the na- 
tional Defense of the United States, within the mean- 
inf of Title 18, Sections 793 and 794, of the U.B. Code, aa 
amended. Ita transmission or revelation of its contents 
to or receipt by an unauthorized person is prohibited 
by law. The reproduction of this form is prohibited. 


SECRET /CONTROL - U ,S. OFFICIALS ONLY 

SfCUIUTY INFORMATION 


COUNTRY 

SUBJECT 


East Germany 

RFT FimlOFerk Xoepenick Production of 
Measuring Instruments In 195? 
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PLACE ACQUIRED 
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25X1 A 
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T He SOUMCt EVACUATIONS IN THIS MPOtT Ate D iflNIVVB. 

THt AmAtSAL OF CONTENT IS TINTATIVt. 
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Tiis following tabulation lists measuring equipment produced during 
1952 by Riant II Of SET Fhnkwerk Kbepenickf 1 

Model Series 


Nommclature Type Order Number Design Number 

Quantity Asseafbly Circuit 

Assenfbly 

Circuit 

Oscillograph 00 

2/6 '3*1000-0001 

No longer 
produced 

- 

- 

- 



In 1952 

, 




hew 





Oscillograph 0G 

2/6 3-1000-00R0 

1*J95 

- 


- 

Oscillograph 0G 

2/r 3-2000-0007 

5 experimental 

3300* only 

- 

- ■ 

mod/slS in the 

power pack 





laboratory 

circuit 



Oscillograph 0G 

2/4 3-2000-0008 46l4-J.002-oj.001 

145 2370 

3600 

- 

-- 

Oscillograph 0G 

2/1 3-2000-0009 - * 

No longer 
-'produced 

•m 


' 

• ■ . * M * ^ K 


in 1952 





new 





Oscillograph 0G 

2/1 3-2000-0009 4611-002-? 

195/ plus 30 

supplementary 

orders 




Oscillograph OG 

2/3 3-2000-0006 4612-001-? 

To he 

- 


- 

produced 

An 1953. 




-- 

1/4 3-2000-0010 

Impulse JS 

generator 

No longer * 

produced 
in 1952 

Wit ■ 
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Model ^ Series 

Homenelature 'Type Order Bunker Design Bunker Quantity Assentoly Clrtrult Assembl y Circuit 


tmps&se . new 

generator lijlA k T-2000-0023 4241-001-01030 

l4B’:plitfLl6 "3000 

54001 26001 

4200' 

supplementary 

Orders 

1 


Damping Dscb l/la 3-2000-024 
recorder hew 

(New development 
of the Neumann 

Recorder) 

50 plus 24 - 

supplementary 

orders 



Spectrometer S Sp 10 3-2000-0011 

30 

- 

- 
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